UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


VIOLATION OF 



GULATIONS 


CASE NUMBER: 

M0150011 


VIOLATOR: 

Jessica Salazar 
License #: 43-A-5795 

Customer #: 329423 

ADDRESS (Street, City, State, ZIP Code): 

16361 Utica Lane 
Stark City, MO 64866 


The U.S. Department of Agriculture has evidence that on or about, June 18, 2014 and June 30 2014, you or your 

organization committed violations of the following sections of the Code of Federal Regulations, Title 9: 

2.40(b)(2) Attending Veterinarian and Adequate Veterinary Care.. ..establish and maintain programs of 
veterinarian care that use appropriate methods to prevent, control, diagnose, and treat diseases and injuries 
(DIRECT) (June 18,2014) 

You failed to provide adequate veterinary care to the following dogs: 

ID 0A01620876 Female Yorkshire Terrier- Loose matting across topline. 

ID 4C1A091F4C Female Yorkshire Terrier- Heavy, tight matts across topline. 

ID 105580075 Female Yorkshire Terrier - Long facial hair. Loose matting across topline. 

ID 463C1C3D2C Female Yorkshire Terrier- Heavy matting across topline, long facial hair with dangling 
matts from face and neck. 

ID 101098773 Male Yorkshire Terrier- Heavy tight matting across topline with white flaky skin. Long 
facial hair with loose mats. 

ID 470B7E5C35 Female Silky Terrier - Long toe nails and facial matting. 

ID 47033 72B06 Male Silky Terrier. Dangling mats from hind legs. 

ID 107607676 Male Maltese- Small tight mats across underline. 

ID 4B714D7FA Female Maltese- Long facial hair with loose matting across back. 

ID 188799828 Female Maltese- Large tight mats on back and hind legs and buttocks. 

ID 107876268 Male Maltese- Matted hair on legs with hard brown balls of material attached. Topline hair 
loss. Long toe nails. 

ID 4B166FD78 Female Yorkshire Terrier- Small loose matts across topline, long facial hair. 

ID 470B7E5C35 Female Silky Terrier - Long toe nails and facial matting. 

3.9 Feeding.... food receptacles must be located so as to minimalize contamination by excreta ad pest.. .and be of 

durable material that can be cleaned and sanitized or disposable. 

You failed to routinely clean and sanitize feeders to prevent molded dry dog food. 

The Animal and Plant Health Inspection Service (APHIS) created federal regulations to ensure the welfare of animals and help 
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prevent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and costly impacts that 
are detrimental to the public interest, APHIS is providing you with an Official Warning for the violation(s) described above. Any 
further violation of these federal regulations may result in the assessment of a civil penalty, criminal prosecution, or other sanctions. 
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